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THIS IS UNEVALUATED INFORMATION 



1 - ^ ” l ^ ror(,n ' t southeast of Dneprodzerzhinsk (IiSoiO'K/lIi 0 !?' vl 

•crainian S.S.R. was between the double-track railroad lmo and the road to 
Dnepropetrovsk, . northeast of a retire <1 static .. - ran ,.ine line 1 3 to 

l* J n ? r Rrn ln C!laT °ter a.-*? elevated several meters s' ove r round ’connected 
nitro^Rn rl« tr » oH„ r pUM i„ *,0 ’S'C r a£.. 

2. *'rdc t’ e northern coking r l 8 t gas was -s »d to t->e -i- d<* a ,+-™+ ■- „ 

Mteogen r lar.t, from there it vaa pirxfto Assembly Shop "f and" t^n ttiourh 
fj-.-es, 70 ce m dia- eler, to Department ko 1. 1 ■ ■ 

3 - fih0 ' h 00 r,letcd in ^ly WW, «»* «l»i pec! Lrtth 

thr ... Jallbe e compressors, of rMch the first t» 8 started in Vmho, 19 ', 8 

^ernticAin^Sv 0 !^^ 1 ^ 9 ’ ^ t! ' e th3rd ™ “cl.odulod to start ’ 

£,e foil^lg ^g° s : T C °- had a do ^ 10 SV tS. «* <* ^ in 


sta e 1 
strpe 2 
nta.ro 3 
stape V 
state 5 
stare 6 


60 atmosphere pros uro 
110 atmosphere • res i- uro 


800 atmosphere rroBsure I 

1000 arid more a tmo sphere rossuro 
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The total - Mght of a com; r soor vas % tons, including a 30 ton crarf- nWt 
** 10 j1 / ’-’eel had a diameter of 7 meters. -i—t. 
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CENTRAL INTELLIGENCE AGENCT 


lio In shop designated department I, work was done with gas masks, The department 
hats an ammonium odour and produced pas for some sort of icing purposes. 

^11 PH's were withdrawn from this department afte. an explosion in September 


lhe plant, produced Cellit (sic) packed in paper sacks, sulphur, sulphuric 
acid, hydro-chloric acid and vi.tr' ol of copper. 1'he plant's 3,000 In' orers, 

.50 percent of wh-m were women, worked three shifts. 

6. lhe major part of the plant wr.s reconstructed and in operation bv the spring 
of 19m • * our workshops were under construction in the western part of the 
plant and several ether construction sites re -e surveyed and excavated in 
other parts of the plant during the summer of 19^9. Of the six cooling towers, 
four were reconstructed in July 19h9* They were 38 meters high, 12 meters in 
diameter, constructed of acid-resisting Krupp steel (Type V fl A ) .and were 
supported by concrete r' liars, 2 meters hi rh. lhe half boiler house was no-ly 
constructed, lour boilers operated in the old section. « smokestack, 3$ meters 
kigh, was south of the building. Another workshop had three 6-stage compressors 
measuring appi. oximately i-2 meters. * 
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